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Telephone  No: 
Brightlingsea  2626 


Town  Hall, 

Bright lingsea, 
Colchester, 
Essex„ 


CO7  OBS 


Hr.  Chairman  and  Gentlemen, 

I have  pleasure  in  presenting  the  Annual  Report  for 
1^71  on  the  state  of  Public  Health  in  the  Urban  District  of 
Bright lingsea. 

The  population  has  shown  a similar  small  increase  to 
that  of  the  previous  year  and  the  corrected  birth  rate  at 
20.9  is  v/ell  above  the  national  figure  of  I6.O.  The  death 
rate  on  the  other  hand  has  declined  at  10. 4,  a little  below 
the  national  figure  of  11.6.  Deaths  from  both  heart  disease 
and  cancer  have  been  fewer,  namely  33  and  I9  respectively,  the 
overall  death  rate  being  10. 4 which  is  about  one  point  lov^er 
than  the  national  figure.  Deaths  of  infants  under  one  year 
of  age  amoimted  to  two  which  gives  an  infant  mortality  rate  of 
19.0  corresponding  closely  to  the  national  figure.  There  were 
seven  illegitimate  births,  but  the  illegitimate  infant 
mortality  rate  was  nil. 

The  incidence  of  notified  infectious  diseases  remained 
low  with  fifteen  cases  of  measles  only.  One  case  of 
tuberculosis  was  notified.  No  food  poisoning  cases  were 
recorded. 

The  number  of  children  attending  for  iimnunisations  at 
the  County  Council  Clinic  amounted  to  531 » which  included  I88 
injections  against  Diphtheria,  Tetanus  and  Pertussis,  I76 
against  Poliomyelitis,  105  against  Heasles  and  62  against 
Rubella.  87  vaccinations  against  Smallpox  v/ere  also  carried 
out . 


The  water  supply  has  remained  satisfactory'’  and 
adequate  throughout  the  period  under  review,  the  total  number 
of  dv/elling  homes  supplied  being  estimated  at  2,710,  routine 
sampling  for  both  chemical  and  bacteriological  examination 
has  been  maintained. 

The  Swimiaing  Pool  has  been  carefully  supervised 
throughiout  the  year  and  there  have  been  no  complaints  from 
perrjono  using  it.  A certain  amount  of  remedial  work  to  the 
concrete  forming  sides  and  bottom  v/as  carried  out  in  the 
spring. 

One  hundred  and  twe.nty  eight  nev/  homes  have  been 
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erected  by  private  enterprise.  Twenty  two  standard  grants 
and  tvi’o  discretionary  grants  vrere  approved  for  modernization 
of  substandard  properties  and  it  is  hoped  that  the  trend  will 
continue . 


In  conclusion,  I would  like  to  express  my  gratitude 
to  the  Council,  the  Public  Health  Committee,  and  Officers  of 
the  Coxincil  for  their  co-operation  during  the  year,  and  to  the 
Staff  of  the  Public  Health  Department  my  thanks  for  their 
excellent  work. 


I am,  Mr.  Chairman  and  Gentlemen, 
Yo\ir  obedient  Servant, 

R.  A.  STEimOUSS, 
Medical  Officer  of  Health. 
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STATISTICAL  MEMOHALIOro/i 


s Estimate 


Urban  District  of 
Area  in  acres  . 

Population; 

1971  Pegistrar  General 
1961  Census 

Density  of  Population  per  acre 
Rateable  Value 

Stun  represented  by  penny  rate 
Number  of  inhabited  dwellings  (approx. ) 

Total  live  births 

Birth  rate  crude  (per  1,000  home  population) 

Birth  rate  corrected 

Birth  rate  (England  and  Wales) 

Total  live  and  still  births 
Total  still  births 

Still  birth  rate  (per  1,000  total  live  and  still  births) 
Still  birth  rate  (England  and  Wales) 

Total  deaths 

Death  rate  crude  (per  1,000  population) 

Death  rate  corrected 

Death  rate  (England  and  Wales) 

Death  of  infants  under  1 year  of  age 
Infant  mortality  rate 

Infant  mortality  rate  (England  and  V/ales) 

Infant  mortality  rate  - legitimate 
Infant  mortality  rate  - illegitimate 
Neo-natal  mortality  rate 
(Deaths  under  4 weeks  old  per  1,000  live 
Early  Neo-natal  mortality  rate 
(Deaths  under  1 week  old  per  1,000  total 
Peri -natal  mortality  rate 

(stillbirths  and  deaths  under  1 week  old  combined  per 
1,000  live  and  still  births) 

Number  of  illegitimate  births 
Deaths  from  diarrhoea  (under  2 years  of  age) 

Maternal  deaths  (including  abortion) 

Cancer  deaths 
Lung  cancer  deaths 
'fuberculosi s deaths  ... 


Brightlingsea 

2,852 

6,470 

4,800 

2.26 

£ 218,454 
£ 2,028 
2,722 
108 

16.7 
20.9 
16.0 

110 

2 

18.0 

12.0 

96 

14.8 
10.4 
11.6 

2 

19.0 

18.0 

20.0 


births) 
live  births) 


19.0 

19.0 

36.0 

7 


19 

6 


LIVE  BIRTHS 


65  rnalec 


43  females 


Total;  108. 
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CAUSES  OF  DEATH  DURING  1971 


Cancer  (all  sites) 

Male 

12 

Female 

7 

Total 

19 

Diabetes  Iilellitus 

1 

- 

1 

Other  Diseases  of  Nervous  System 

- 

1 

1 

Chronic  Rheumatic  Heart  Disease 

- 

1 

1 

Ej-pertensive  Disease 

- 

1 

1 

Ischaemic  Heart  Disease 

17 

11 

28 

ether  Forms  of  Heart  Disease 

3 

- 

3 

Cerebrovascular  Disease 

10 

10 

20 

Other  Diseases  of  Circulatory  System 

3 

1 

4 

Pneumonia 

5 

- 

5 

BronchJ-tis  and  Emphysema 

3 

1 

4 

Intestinal  Obstruction  and  Hernia 

1 

- 

1 

rlyperplasia  of  Prostate 

1 

- 

1 

ether  Diseases,  Genito-Urinary  System 

- 

1 

1 

Diseases  of  Musculo-Skeletal  System 

- 

2 

2 

Congenital  Anomalies 

- 

1 

1 

Birth  Injury',  Difficult  Labour,  etc. 

1 

- 

1 

Other  Causes  of  Perinatal  Mortality 

1 

- 

1 

All  Other  Accidents 

- 

1 

1 

Totals i 

58 

38 

96 

DEATH  OF  VARICUS  AGES  DURING  1971 

Under  4 weeks  2 
4 weeks  and  iinder  1 year  - 
1 year  and  imder  4 years  1 


5 

years  and 

under  14 

years 

- 

15 

- 

24 

years 

1 

25 

- 

34 

years 

- 

35 

- 

44 

years 

1 

45 

- 

54 

years 

4 

55 

- 

64 

years 

7 

65 

- 

74 

years 

35 

7k 
\ J 

and  over 

45 

96 


J ♦ 


PREVSl^ION  AND  CONTROL  OF  IMj^CTIOUS  AND  OTHER  DISEASES 


The  following  figures  show  the  n\imber  of  infectious 
diseases  which  were  notified  in  the  district  during  1971 2- 


Cases 

Cases 

Notified 

Cases  to 
Hospital 

Cases 
at  Home 

Cases 

Confirmed 

Deaths 

Measles 

15 

- 

15 

15 

- 

TUBERCULOSIS  1971 

There  was  one  case  of  Tuberculosis  notified,  but  no 
deaths  occurred  during  the  year. 

Total  cases  on  the  Register  at  the  end  of  1971s-  27 

The  age  groups  of  the  cases  on  the  Register  are  as 
follows; - 


Age  Groups 
in  Years 

Respiratory 
M F 

Non-Re spir at ory 

M F 

Totals 

1 - 

4 

1 

1 

5 - 

14 

1 

- 

1 

- 

2 

15  - 

24 

3 

- 

- 

1 

4 

25  - 

34 

3 

2 

1 

- 

6 

35  - 

44 

4 

- 

- 

1 

5 

45  - 

54 

4 

- 

- 

- 

4 

55  - 

64 

2 

2 

- 

- 

4 

65  - 

74 

1 

- 

- 

- 

1 

Totals 

19 

4 

2 

2 

27 
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SAIOTARY  CIRCUI.1STA:'TC£:S  of  the  area 


WATER  SUPPLIES 


The  Tendring  Hundred  Waterworks  Company  are  the 
Statutory  Water  Undertakers  for  the  whole  of  the  Urban  District 
Area. 

The  supply  is  derived  from  Lower  Park  Road  bore  hole 
and  the  Church  Road  shallow  well  and  any  deficiency  is  made  up 
by  bulk  supply  from  external  sources. 

The  total  nvimber  of  dwelling  houses  supplied  from  the 
mains  is  estimated  at  2710  and  of  these  some  10  houses  are 
still  supplied  from  outside  standpipes. 

The  supply  has  been  adequate  during  the  year  and 
routine  sampling  for  both  chemical  and  bacteriological 
examination  has  been  carried  out  by  the  Local  Authority. 


CHEMICAL  AI'IALYSIS 


CESUCAL  RESULTS  IN  PARTS  PER  MILLIOH 

Direct  from  Pumping  Station, 
Lower  Park  Road,  Brightlingsea. 


Colo-'ur  (Hasen)  3 

Reaction  pH  7# 8 

Electric  Conductivity  1400 

Chlorine  present  as  Chloride  310 

Hardness : 

Total  225 

Carbonate  225 

ITon-Carbonate  0 

Ritrate  Ritrogen  0.0 

Ritrite  Ritrogen  absent 

iELbuminoid  ITitrcgen  0.00 

Ar.~or-LacaI  Ritrogen  1,0 

Cx;.’-gen  Absorbed  0,30 

Residual  C'nlorine  absent 

Fluoride  2 , 5 

I'letals; 

Iren  0.08 

Copper  absent 

Lead  absent 

Hanganese  absent 

Zinc  absent 
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Direct  from  Pumping  Station, 
Lower  Park  Road,  Bright lin^sea . 


Turbidity  (A.P.H.A.  Units) 


less  than  1 


Odour 

Free  Carbon  Dioxide 
Dissolved  Solids  Dried  at  l80°C 
Alkalinity  as  Calcium  Carbonate 


slight  'sulphide" 


8 

950 

290 


This  sample  is  practically  clear  and  bright  in 
appearance,  has  a reaction  on  the  alkaline  side  of  neutrality 
and  is  free  from  metals  apart  from  a very  minute  trace  of 
iron.  The  slight  odour  of  sulphide  is  fairly  common  with 
deep  underground  sources  and  rapidly  disappears  on  exposure 
to  the  air.  Similarly  the  presence  of  ammoniacal  nitrogen 
is  due  to  underground  reduction  of  nitrate.  The  water  is 
hard  in  character  but  not  to  an  excessive  degree.  The  some- 
what high  content  of  mineral  and  saline  constituent  is  not 
considered  excessive  and  is  a normal  characteristic  of  this  type 
type  of  source.  The  water  conforms  to  the  highest  standard 
of  organic  quality. 

These  results  indicate  a pure  and  wholesome  water 
suitable  for  public  supply  purposes,  from  the  aspect  of  the 
chemical  analysis. 


Direct  from  Pumping  Station, 
Church  Road,  Bright lingsea. 


Colour  (Hazen) 

Reaction  pH 
Electric  Conductivity 
Chlorine  present  as  Chloi’ide 
Hardness : 


675 

64 


1 

6.0 


Hitrate  Hitrogc-n 
Nitrite  Nitrogen 
Albuminoid  Nitrogen 
Aimvioniacal  Nitro;gen 
Oxygon  Absorbed 
Residual  Chlorine 
Metals \ 


Total 

Carbonate 

Non-Carbonate 


290 

40 

250 

26 


absent 


0.08 

0.00 

0.80 


absent 


Iron 
Copper 
L'  ad 

I.lan.'^^rio  so 
Zinc 

'iurbi'-Uty  (yi.P.H.A.  Units) 


absent 

absent 

absent 

absent 


0.03 

nil 
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Direct  from  Pumping  Station, 
Church  Road.  Bright lingsea. 


Odour  nil 
Free  Carbon  Dioxide  80 
Dissolved  Solids  dried  at  l80°C  500 
Alkalinity  as  calcixim  Carbonate  40 


Tl'.is  sample  is  clear  and  bright  in  appearance  and  is 
free  from  metals  apart  from  a negligible  trace  of  zinc.  It 
has  however  a faintly  acid  reaction  due  to  its  content  of  free 
carbon  dioxide  vmth  low  carbonate  alkalinity  and  will  therefore 
tend  to  show  corrosive  action  on  metals.  The  water  is  hard  in 
character  but  its  hardness  and  its  content  of  mineral  and 
saline  constituents  in  solution  are  not  excessive.  The  organic 
quality  of  the  water  is  of  a high  standard. 

These  results  indicate  a pure  and  wholesome  water, 
from  the  aspect  of  the  chemical  analysis.  The  content  of 
nitrate  is  however  undesirably  high  for  use  in  the  preparation 
of  inlant  feeds  and  admixture  with  other  water  is  therefore 
very  desirable  to  reduce  the  nitrate  and  also  to  minimise 
corrosive  action  on  metals. 


D^CTEIilOLOGICAL  EXAllNATION  OF  WATER  SDPPLIES 


Samples  of  water  from  the  mains  and  sources  have  been 
submitted  regularly  for  examination  and  found  satisfactory  in 
all  cases. 


SSTTSRAGiij  AIR)  DRAIRAGE 

Some  difficulties  have  again  occurred  at  the  Sewage 
Works  in  reaching  the  Royal  Commission  standard  and  although  no 
difficulties  are  being  experienced  at  present,  a comprehensive 
sampling  scheme  at  the  works  has  been  carried  out.  The  results 
of  these  investigations  point  to  some  abnormal  effluents 
reaching  the  sewage  system  and  it  is  proposed  during  1972,  to 
carer,-  cut  samplir^g  at  key  manholes  with  a view  to  identifying 
the  source  cf  these  exceptional  loads  on  the  sewage  system. 

Problems  were  experienced  during  1971  in  the  operation 
of  the  West  It.-ke  which  excepts  storm  water  direct  from  the  Town 
and  from  storm  water  storage  tanks  at  the  tiain  Pumping  Station. 
An  improved  hydraulic  gradient  and  increased  capacity  outfall 
is  required  to  deal  with  this  problem.  Plans  are  currently 
being  prepared  tc  deal  with  this  sitiaation. 
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SAI'JITARY  ADMINI  STRATI  ON 


The  following  is  a synopsis  of  tlie  principal  works 


carried  out  by  the  Public  Health  Section  during  19713- 

Inspections  (Public  Health  and  Housing)  723 

Other  inspections  primarily  in  connection  with 
Surveyor's  duties  866 

Informal  notices  served  37 

Informal  notices  complied  with  35 

Statutory'-  notices  complied  with  27 


Niunber  of  premises  at  v/hich  nuisances  were  abated  74 

Schedule  of  housing  repairs  and  improvements  obtained: 
'P\'-pe  of  Repair  Repairs  Completed 


Dampness 

38 

Roof  Defects 

7 

Plaster  Defects 

24 

Pointing 

5 

Insufficient  Drainage 

7 

Defective  Drainage 

67 

Insufficient  of  Defective  Closets 

16 

Defective  Paving 

2 

Provision  of  Dustbins 

22 

Inadequate  Water  Supply 

20 

Dangerous  Buildings 

2 

Defective  Floors 

17 

Nuisances 

201 

.on: 

Rats 

28 

Mice 

19 

Wasps 

7 

A notable  decrease  in  the  number  of  rat  infestations 
v/ithin  the  district  was  noted  during  the  year.  A system  of 
1005'b  sewer  treatment  each  year  and  a subsequent  each 
alternate  year  is  no  doubt  a contributory  factor  for  this 
decrease.  At  the  came  period,  infestation  by  mice  has 
increased.  fiodorn  trends  of  heating  premises  by  central 
heating  is  a considered  factor  and  also  the  residents  are  more 
aware  of  this  facility  of  dealing  with  infestation  being 
available  by  the  Authority.  The  reduction  of  wasp  nest 
treatments  lias  declined  during  the  year. 
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swn&nNG  POOL 


Bacteriological  samples  were  taken  during  the 
operational  period  in  the  summer  and  the  results  were 
satisfactoiy.  The  pool  hovrever,  continues  to  absorb  an 
excessive  amount  of  labour  in  maintenance,  to  an  acceptable 
standard.  The  only  alternative  to  this  position  is  either 
closure  or  a complete  reconstruction  of  the  pool. 


C-^WAN  Alg)  CAI'JPIHG  GROUIDS 

A comprehensive  scheme  is  in  the  course  of  preparation 
for  improving  the  recreational  area  at  the  Western  Promenade 
az'-d  the  rehabilitation  of  the  old  railway  land  and  the  adjacent 
land  in  the  ownership  of  the  Council.  In  view  of  these 
proposals  only  limited  works  were  carried  out  at  the  Western 
Promenade  and  these  involved  the  provision  of  additional  car 
parking  space,  minor  improvements  to  the  svm.mming  pool  and 
provision  of  twenty- two  additional  sites  for  touring  caravans. 


HCUCHTG 


I^ew  houses  and  flats 

erected  during  1971° 

Private  enterprise 

128 

Council  houses 

ITil 

Council  flats 

Ml 

Council  bungalows 

Ml 

nr.-ioTzzzr:'  aig  staIilaig:'  gPuU-]ts  - ncwsiiTG  act  1969 

Bncuiries  and  applications  in  connection  vdth 
improvement  grants  increased  during  the  year  and  the  Council's 
policy  of  dealing  sympathetically  with  applications  should 
recair.  a number  of  housing  Tinits  which  would  otherv/ise  become 
fne  subject  of  alterriative  action  under  the  Housing  Acts, 

luring  the  year,  some  twenty  two  standard  grants  and 
two  discretioriarp'-  grants  were  approved. 
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The  following  list  shows  the  number  of  visits  paid  to 
premises  at  which  food  for  human  consumption  is  sold  or 


prepared: - 

Fruiterers  9 
Cafes,  Restaurants  and  Hotels  45 
School  Canteens  17 
Butchers  Shops  26 
Fish  Friers  5 
Wet  Fish  Shops  2 
Bread  and  Cake  Shops  15 
Ice  Cream  Vendors  9 
Bakehouses  6 
Poultry  Shops  Nil 
General  Stores  and  Grocers  68 


The  following  is  a list  if  improvements  obtained  in 
food  premises: - 


Want  of  washing  facilities  4 
Want  of  cleanliness  2 
Sanitary  accommodation  4 


IlSGISTRATICN  OP  FOOD  PREPARING  PREMISES 


The  number  of  premises  registered  persuant  to  Section 
l6  of  the  Food  and  Drugs  Act  is  as  follov/s:- 

Sausage  meat,  pressed,  pickled  and 

preserved  meat  6 

Sale  of  ice  cream  23 


FOOD  AIR)  DRUGS  AUTHORITY 


The  Council  is  not  the  Food  and  Drugs  Authority  for 
the  District. 


INSPECTION  OP  MIIAT  AND  OTIffiR  FOODS 


There  are  no  licensed  slaugJiterJiouses  in  the  Area. 

During  the  year  tlie  following  diseased  or  unsound  food 
■i/nr  surrendered  and  condemnt.-d:- 
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ICS  CK5AM.  ETC, 


1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

5/6  - 

T _ 

1.  4/6 
1 

_ 

k - 
10/20 


It  - 
1.  10/20 


2 

2 

13/16 

11/16 

1 

2.  6/12 
2.  6/12 
2 
3 

4/12 

1 

2 


Block  Viennese  Choc,  n Nut. 
" Cornish  Coffee. 

" Strawberry  Fayre. 

" Cornish  Dairy. 

" Italian  Style. 

" Chocolate  Mint. 

•'  Orange  Crush. 

" Strawberry  Ripple . 

" Raspberry  Ripple. 

" Neapolitan. 

" Vanilla. 

" Strawberry  Ripple . 

" Raspberry. 

" Vanilla. 

Carton  Sundae  Choc,  n Nut. 

" " Strawberry. 

Heart . 

Woppa  Strav/berrj’-/ Orange . 

" Orange/Pineapple . 

” Orange . 

Comet  pieces. 

Hopscotch. 

Shoot. 

Blackcurrant  Splits. 
Strawberry  Splits. 

Coconut  Ice. 

Midnight  Llint. 

Top  'Ten. 

Chocolate  Bar  dark  golden. 

" •'  golden  vir. 

Cider  gold. 

Orange  fruitie. 

Vanilla  'Tubs. 

Cornish  Block. 

Einkj'-. 

Fop  Chocolate. 

Funny  faces. 

Crazy  Joe  Cola. 


OTHER  FCCDS. 


20  lbs.  Lanbs  Liver. 

4 lbs.  Fork  Luncheon  Meat. 
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ICE  CBEM^ 


The  total  number  of  premises  registered  for  the  sale 
of  ice  cream  is  23.  All  ice  cream  sold  in  the  district  is 
obtained  from  reputable  sources. 


BAIIEHOUSES 


During  the  year  improvements  to  one  of  the  bakehouses 
has  been  effected  by  the  removal  of  solid  fuel  heating  and 
installation  of  oil  fired  heating.  This  has  increased  the 
general  cleanliness  to  a large  degree. 


SHELLFISH 

Some  increase  in  oyster  production  in  the  area  has 
taken  place  during  the  year  and  all  oysters  are  derived  from 
non-polluted  sources.  A small  ultra  violet  ray  plant 
operated  by  a commercial  undertaking  is  available  for  dealing 
with  oysters  which  are  to  be  exported  to  the  Continent  v/here 
this  is  an  importing  condition.  Samples  of  oysters  are 
regularly  submitted  for  examination  to  the  Public  Health 
Laboratory. 


FOOD  PHENHSES 


The  follov/ing  table  sets  out  the  number  of  food 
premises  subject  to  the  Food  Hygiene  (General)  Regulations, 
i960,  grouped  in  categories  of  trade  carried  on  in  them  and 
includes  the  following  approximate  information  for  each 
category  separately: - 

e..  The  number  of  promises. 

b.  The  number  of  promises  provided  \;ith  staff  hand- 
washing facilities  in  compliance  with  Regulation  I6. 

c.  Tlio  nujubcr  of  premises  subject  to  compliance  with 
Regulations  19  v/hich  requires,  in  food  premises  in 
which  open  food  is  handled,  the  provision  of 
sufficient  sird-cs  or  other  facilities  for  washing 
food  and  food  equipment. 

d.  The  number  of  premises  at  C above  actually  fitted  to 
comply  with  Regulation  I9. 


34. 


Premises 

Fruiterers 
CaPes,  Hestaurants 
School  Canteens 
Butchers  Shops 
Fisli  Friers 
Wet  Fish  Shops 
Bread  and  Cake  Shops 
Bakehouses 

General  Stores  and  Grocers 


a.  b.  c.  d. 

8 8 8 8 

21  21  21  21 

2 2 2 2 

7 6 7 6 

2 2 2 2 

3 3 3 3 

8 8 8 8 

4 4 4 4 

26  26  26  26 


81  80  81  80 


PUBLIC  CLSAInTSING 


Delivery  was  taken  during  the  year  of  a new  cub.  ft. 
Continuous  Loading  Vehicle  and  the  existing  Dual  Tip  Machine 
is  now  available  on  standby  duty. 

The  improved  performance  obtained  from  the  new  machine 
has  enabled  the  existing  refuse  collection  team  to  maintain 
their  weekly  collection  although  additional  properties  have 
come  into  occupation  diiring  the  year. 

Plans  are  in  course  of  preparation  for  dealing  with 
the  polluted  effluent  discharged  from  the  tip  and  it  is 
proposed  that  this  effluent  shall  be  dealt  with  by  way  of  a 
pumping  station  which  will  also  collect  sewage  from  a group  of 
isolated  properties  whose  sewage  is  treated  by  a small 
treatment  plant  which  is  now  obsolete. 


OPTICFS.  SHOPS  Aid)  RAILWAY  PHSiaSES  ACT,  1963 
1971  ITABRaTIVE  PEPOPT 

Although  Section  49  (l)  of  the  Act  requires  that  "a 
p^erscn  first  begins  to  employ  persons  etc.",  it  is  common 
practice  in  a number  of  cases  for  employers  not  to  realise 
thms  requirement  and  therefore  it  is  found  necessary  to  bring 
t'nis  to  their  attention  once  the  business  is  in  being. 
Press’ures  entailed  of  commencing  a new  business  or  taking  over 
an  established  one  would  seem  to  take  precedence,  and  the 
failure  to  realise  their  obligations  to  register  can  only  be 
attributed  in  their  failing  in  the  first  instance  to  make 
enq'tiries  as  to  thus  obligation. 
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Once  registered,  arrangements  and  subsequent  first 
inspection  in  the  majority  meet  with  the  full  co-operation  of 
the  employers  and  any  defects  are  usually  remedied  within  a 
short  period  by  informal  action. 

Since  the  introduction  of  the  Act,  no  accident  has 
been  reported  to  this  Authority.  The  only  conclusion  that 
may  be  drawn  from  this  fact  is  that  the  majority  of  the  shops 
employ  only  a small  number  of  staff  and  thus  these  are  more 
closely  supervised,  which  partially  eliminates  the  accident 
rate  v/here  machinery  is  concerned.  A further  contributing 
factor  is  that  only  five  supermarket  type  shops  are  existent 
in  the  district  and  as  these  are  of  modern  construction  or 
recent  re-fitting,  sections  6,  7,  S,  9>  10»  11>  12,  13,  14?  15 
and  particularly  section  l6  are  covered. 

It  has  not  been  required  for  this  Authority  to 
prosecute  any  person  or  persons  under  the  Act.  Any 
contravention  found  at  a particular  premises  is  dealt  with  the 
ovmer  and  if  necessary  a joint  meeting  of  the  factory 
inspector,  the  fire  officer  and  both  local  office  and  shop 
inspectors.  Arrangements  for  work  to  be  carried  out  or 
alternations  to  conform  with  the  Act  arc  usually  dealt  with 
informally  within  a reasonable  period. 

The  leaflet  "The  Safe  Use  of  Food  Slicing  Machines" 
(sit.?  14)  was  received  and  distributed  to  shops  within  the  town, 
l.'iany  of  the  shopkeepers  received  them  enthusiastically  and  the 
general  comment  was  that  their  contents  contained  much  common- 
sense  in  the  handling  and  use  of  these  machines.  Consequent 
visits  to  some  shops  since  their  issue,  show  that  in  some  cases 
the  owners  have  thought  fit  to  hang  them  near  the  food  slicing 
machines  themselves. 


16. 


Registrations  and  General  Inspections s 


(a) 


Class  of 

Premises 

(1) 

Number 
premises 
registered 
during  the 
year 

(2) 

Total 

number 

registered 

premises 

at  end  of 

year 

(^) 

Number  of 
registered 
premises 
receiving 
a general 
inspection 
during  the 
year 

(4) 

Offices 

2 

29 

28 

Retail  Shops 

6 

40 

40 

TTholcsr.le  Shops 

1 

1 

1 

iTarehouses 

- 

- 

- 

Catering  Establisliments 
open  to  the  Public 

1 

15 

12 

Canteens 

- 

2 

2 

Puel  Storage  Depots 

— 

2 

2 

1 Totals: 

10 

89 

85 

(b)  127  visits  of  all  kinds  by  Inspectors  to  registered 
premises. 

(c)  Analysis  of  persons  employed  in  registered  premises 


by  workplace. 

Class  of  Workplace 

Number  of  Persons  Employed 

(1) 

(2) 

Cilices 

123 

?.etail  Shops 

102 

rTnolesale  Departments 

- 

Warehouses 

3 

Catering  Establishments 

open  to  the  Pablic 

14 

Canteens 

4 

Puel  Storage  Depots 

1 

Iota"!  : 

247 

Total  hales 

111 

Total  Females 

136 

17. 

(^i) 

Pxemptions 

Nil 

(e) 

Prosecutions 

Nil 

(f) 

Number  of  inspectors  appointed  under 
Section  52  (l)  or  (5)  of  the  Act 

2 

(s) 

Number  of  other  staff  employed  for 
most  of  their  time  on  work  in 
connection  with  the  Act 

Nil 

During  the  year  127  visits  and  inspections  to  premises 

of  all  descriptions  within  the  provinces  of  the  Act  were 
carried  out.  Co-operation  from  the  employers  and  owners  of 
premises  in  carrying  out  the  inspections  and  requirements  of 
the  Act  was  good. 

Since  the  implementation  of  the  Act,  all  Offices  and 
Shops  within  the  area  have  been  registered  and  receive  an 
inspection  in  most  cases,  twice  per  year.  Parts  of  the  Act 
within  the  jurisdiction  of  the  Fire  Authority  have  been  dealt 
with  by  that  Authority. 


18. 


FACTORIES  ACT,  1961 


FART  ONE  OF  THE  ACT 


1.  Inspections  for  purposes  of  provisions  as  to  health. 


Premises 

..  . (1).  , 

Number 

on 

Register 

(2) 

Number 

Inspect- 

ions 

(3) 

of 

Written 

Notices 

(4) 

Prosecuted 

. (5) 

(i)  Factories  in 
which  Sections 

1,  2,  3>  4 and  6 
are  to  be 
enforced  by 

Local 

Authorities 

12 

12 

2 

Nil 

(ii)  Factories 
not  included  in 
(l)  in  which 
Section  7 is 
enforced  by  the 
Local  Authority 

37 

27 

3 

Nil 

(iii)  Other 
premises  in 
whrch  Section  7 
is  enforced  by 
the  Local 
Authority 
(excluding  out- 
workers ' premises 

) 8 

8 

Nil 

Totals: 

57 

47 

5 

Nil 

2.  Cases  in  Trhich  defects  were  found. 

(If  defects  are  discovered  at  the  premises  on  two, 
three  cr  more  separate  occasions,  they  should  be  reckoned  as 
two,  three  cr  more  "Cases".) 


19. 


Number  of  cases  in  which 

Number  of 
cases  in 

defects 

v/ere  found 

Referred 

which  pro- 

Particulars 

Pound 

Re  me- 

to  H.M. 

By  I-I.M. 

secutions 

died 

Inspec- 

Inspec- 

were 

tor 

tor 

instituted 

(1) 

(2) 

(3) 

.__L4) 

..  (6) 

Want  of 
Cleanliness 

5 

(s.i.) 

Overcrowding 

- 

- 

- 

- 

- 

(S.2.) 

Unreasonable 

temperature 

2 

2 

(S.3.) 

Inadequate 

ventilation 

1 

1 

1 

(S.4.) 

Ineffective 
drainage  of 
floors 

(S.6. ) 

Conveniences 

(S.7.) 

(a) 

Insufficient 

(b) 

Unsuitable  or 
defective 

(c) 

Not  separate 

2 

2 

- 

- 

_ 

for  sexes 

1 

1 

- 

- 

- 

Other  offences 

against  the 

Act  (not 

including 
offences 
relating  to 
outv/ork) 

3 

3 

Totals : 

9 

7 

8 

- 

- 

FAET  VIII  OF  THE  ACT 


SECTIOITS  133  and  .1^ 


Section  133 

Section  134 

Niimbor  of 

Humber  of 

Humber  of 

Humber  of 

out’workers 

cases  of 

prosecutions 

instances 

'taroro 

in  August 

default 

for  failure 

of  work  in 

of 

list  re- 

in  send- 

to  supply 

unwholesome 

work 

quired  "by 

ing  lists 

lists 

premises 

(1) 

Section 

133  (1) 

(c) 

of  the 
Coxincil 

(3) 

_ I4). 

(5) 

. .'earing 
apparel , 

2 

ITil 

Hil 

Nil 

Dakins, 

etc. 

•ki'’ 
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